RUSSIAN ENGINEER

Government pretty extensive credit facilities and
on the firm's behalf I returned to Russia with
specifications for several thousands of pounds5
worth of their latest type boilers. This did not suit
certain officials who preferred to deal with America,
and I later learned that all my direct communications
from Russia to the representative of the English
company concerned were stopped in the post, and
on one occasion I found them photographed by the
Russians.

Naturally my visits to various companies occupied
a great deal of attention, and intimations from Russia
told me that the authorities were impatient for my
return* I learned the director of the Siberian steel
works had been removed and another had taken his
place. One of the first actions of the new director
was to cable me to return to Moscow early. I replied
that I was engaged on business for the Soviet and
would return when it was completed. Next day I
received word from Jerome that my presence was
required out there and I decided to leave immediately.
My last request in London was to the manager of
one of the companies I had met, whom I asked to
be kind enough to gather applications from reputable
sources for the engineering positions vacant in
Russia.